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Quick Acting Clamps 


Colt Improved Malleable Iron 


Eccentric Clamp 


Made from best mallable iron, double flanged on 
each side, giving the requisite strength without excessive 
weight. The opening of movable jaw is ribbed, press 
ing on front and back of bar to reinforce the gripping 
power of the lugs between flanges, and supporting the 
jaw at right angles to bar. The jaw slides easily on 
the bar, and work is set rapidly and firmly. 

The No. 1012 clamp is used extensively by concrete 
and cement workers. 

















(TWIST. = 1002) 100£- 1006551008 1012 Numberss72725........ ee . 1104 1106 1108 
Woemapimches............+- ee 4 6 8 12 Opens, inchest2 a) - Roe oe a 6 8 
PeaciChes.......::-. -.+. L 134 23% 3 3 Reach inches aes ee ee 1s 234 2 
TCR... C3 (Ome SOOO "sO 10.20 | Dozenciee erase... ee ee eee. 54.80 6.60 8.40 


U-Bar 


The U-Barx is made of the best open hearth steel plate 
pressed into shape when cold, which process stiffens the 
bar. Has a fixed head and a movable jaw with strong 
fixed tongue bearing on the bottom of the U-Bar, 
making a broad strong grip. 


Nos. (Eccentric). 4006 4008 4010 4012 
Nos. (Screw).... 4106 4108 4110 4112 




























































































Opens, inches.. 6 5 10 i 
Reach, inches... 21% 234 234 234 
Wozen ge $7.20 9.00 10.00 10.80 


Colt Cabinet 


Made with sliding foot and fixed head. The clamp is instant in action 
and perfect in work. The sliding foot with its improved locking device will 
grip the bar at any point without the necessity of notches which weaken the 
bar or springs to get out of order. 













114-Inch I-Bar. 2-Inch Reach 
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Number Number Opens 










Eccentric Screw Inches Dozen 

1210 1310 10 510.00 

Iza 1312 12 10.80 

1218 lols 18 12.60 

1224 1324 24 14.40 

1230 1330 30 16.20 

I-Bar Screw 1236 1336 36 18.00 

1248 1348 48 21.60 

1260 1360 60 DO.) 

. L272 tai2 ie 28.80 
S 1284 1384 S4 32.40 
EB 1296 1396 96 36.00 











114-Inch I-Bar. 4-Inch Reach 





Number Number Opens 


Eccentric Screw Inches Dozen 
1410 1510 10 $10.60 
1412 Fal2 Le 11.40 
1418 1518 18 13.20 
1424 1524 24 15.00 





114-Inch U-Bar. 2-Inch Reach 








Number Number Opens 

Eccentric Screw Inches Dozen 
4210 4310 10 $10.00 
4212 4312 12 10.80 
4218 4318 18 12.60 
422-4 4324 24 14.40 
4230 4330 30 16.20 
4236 4336 36 18.00 
4248 4348 48 21.60 
4260 4360 60 25.20 
4272 4372 72 28.80 
49284 4384 S4 32.40 
4296 4396 96 36.00 





Unless otherwise specified Eccentric will be furnished 
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Quick Acting Clamps 


Colt Short Reach 


Eccentric 


























Number “Number ~—C pens 
Eccentric | ____ Screw ____Inches Dozen 
4410 4510 10 $10.00 
Made with 1144-inch U-Bar. This clamp is designed for wide thin 4412 4512 12 10.80 
work from 34 to 2 inches thick and has only 34-inch reach. Placing 4418 4518 18 12.60 
the face of the clamp against the work prevents springing or buckling 4424 4024 ak 14.40 
under pressure. Especially adapted to table, chair and all wide work oe ese 2 Ot 
of 2 inches thickness or less. The eceentric style we regularly furnish 4448 A5AS 2 as 
with cam with %s-inch draw for tight joints. We will furnish cam with 4460 4560 60 95.20 
%s-inch draw for tongue and groove joints if specified. 4472 4572 fe 28.80 
For the screw style we regularly furnish the bar screw unless the 4484 455-4 4 32.40 
crank screw is specified. 4496 4596 96 36.00 





Colt Finishing 
17¢-inch I-Bar, 4-inch 











ee: ; : 
1144-inch [-Bar, 2-inch Reach React 
ee = Screw Style Only 
Number Number Opens 
Eccentric Screw Inches Dozen Opens 
Sa Number Inches Dozen 
1610 171030 $10.00 — 
1612 te Zz 10.80 1912 12 $17.30 
1618 1718 18 12.60 1918 18 20.06 
1624 1724 24 14.40 1924 24 22.82 
1630 1730 30 16.20 1930 30 25.98 
| i 1636 1736 36 18.00 1936 36 28.34 
‘ie 1648 1748 AS 21.60 1948 48 30.86 
; : ; 1660 1760 60 25.20 1960 60 39.38 
This clamp has a fixed jaw or foot and a movable head which on 1672 1772 79 28.80 1972 72 44.90 
some kinds of work has advantages over a fixed head. Having a 1684 1784 84 32.40 | 1984 84 50.42 
smooth end there is nothing to prevent the use of the auger or brace bit. 1696 1796 96 36.00 1995 96 09.94 


Unless otherwise specified Screw Style will be supplied 


Colt Universal 
Pattern Makers. 1-inch U-Bar. Jaws 39 x 13 inches 






































Eccentric Screw ~~ Number Number Opens 
Eccentric == ss Screw. ——CS#dnnches Dozen 
4604 A704 4 $6.00 
4606 4706 6 7.80 
Pattern Makers. 1)%-inch U-Bar. Jaws 414x114 inches 
7 Number Number Opens 
Eccentric Screw Inches Dozen 
4806 4906 6 $8.30 
4808 4908 8 10.10 
4810 4910 10 11.10 
4812 4912 12 11.90 
Universal. 14-inch Bar. Jaws 4144x 1% inches 
I-Bar U-Bar 
Number Number Number Number Opens 
__ Eccentric Screw Eccentric Screw Inches Dozen 
DOL Bll 5012 5il2 12 $11.90 
2018 2118 5018 3118 18 13.70 
2024 2124 5024 5124 24 15.50 
2030 2130 5030 5130 30 17.30 
2036 2136 5036 5136 36 19.10 
2048 2148 50-45 5148 AS 22.40 
2060 2160 5060 5160 60 26.30 
2072 pli 2 5072 Sle (4 29.90 


Universal. 1%-inch Bar. Jaws 63 x 2 inches 
ae Eccentric made in U-Bar only; Screw in I-Bar only 
screw and all the convenience of handling and qnick acting advantages Number Number Opens 


This clamp has the broad jaw clamping surface of the wood hand 








Eccentric Screw Inches Dozen 
of Colt clamps. The clamping plate attached to the end of the plunger ~~ 599 9312. 12 £§18.00~ 
or screw finds its own bevel and parallel automatically, and may be 9218 2318 18 20.76 

; ; 5224 2324 ot 23.52 

used for a large variety of purposes including all forms of woodworking, 5230 9230 30 96.28 
cement-concrete, block and curb and foundry core making, as they 5236 2336 36 29.04 
3 a 5248 2348 48 34.56 

do not injure moulds, veneering and all work requiring a long broad 5260 2360 60 40.08 
pressure. 5272 2372 i 45.60 
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Quick Acting Clamps 


Colt 


Eccentric 



































Vise Clamp 


We especially recommend this clamp to all manufacturers of wood 
requiring a strong clamp for wide work. This clamp has the 1?g-inch 
steel I-Bar and the clamping surface of the button and sliding foot is 
two inches square. It is operated by a 34-inch steel screw. An im- 
provement has been effected by making the crank and handle all one 
piece of malleable iron. This overcomes the difficulty of broken wood 
handles. The sliding foot we have made heavier to stand excessive 
pressure. It has our improved double-locking device of ribs and lugs 
and in addition we have placed a set screw through the back of the 
foot so adjusted that the foot will slide easily along the bar. oo; 

screw gives a grip on the bar just before the ribs engage the front an 
Extra Heavy back. mit is aa a set the Sines with and should not be touched except 


The Extra Heavy Clamp is made from 12-inch steel bar, one-half @ Guarter turn to take up the wear if the clamp is continually used on 
heavier than the Cabinet style, and is suitable for the heaviest work. 02¢ width of work. f= = 
The Jength of openings given indicates the size of work the jaws will grip. Il-Bar.—~ Shar 

































Opens 
2-inch Reach. U-Bar made eccentric only. Number Number Inches Dozen 
a, 2912 5912 12 815.60 
Number Number Number Opens 2918 o91s 18 18.36 
Eccentric Screw Eccentric Inches - Dozen 2924 5924 D4 22 
2412 3512 5412 12 $15.60 2930 5930 30 23.88 
2418 2518 5418 18 18.36 2936 5936 36 26.64 
3424 9524 5424 24 21.12 2948 5948 48 32.16 
2430 2530 5430 30 23,88 2960 5960 60 37.68 . 
3436 2536 5436 36 26.64 2972 5972 72 43.20 
2448 2548 5448 48 32.16 ae ee: ae 
2460 2560 5460 60 37.68 2996 9968 HC 
2472 9572 5472 72 43.20 ) 
2484 2584 5484 84 48.72 
2496 2596 5496 96 54.24 


Eccentric 





4-inch Reach. Eccentric in U-Bar only. Screw in I-Bar only. 


Number Number Opens 

Eccentric Screw Inches Dozen 
9612 i le 12 917.30 
9618 21S 18 20.06 
5624 2724 24 22.82 
0630 2730 30 ZOOS 
9636 2736 36 28.34 
9648 2748 48 33.86 
5660 2760 60 39.38 
5672 BI72 72 44.90 Screw 
0684 2784 S4 50.42 
9696 2796 96 55.94 
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Long Reach Clamp 


Especiaily adapted to carpentering and building, concrete con- 
struction and in the trades generally where pressure is required 6 inches 
from the edge of the work. 








Car and Piano Clamp Docentria prewt: ‘CR Dozen 

A powerful malleable iron clamp, having a 21-inch double-flanged 9012 3112 12 $18.00 
body -with a double-flanged eccentric 14-inch lever supported between 2018 Sls 1S 20.76 
two ears. The eccentric operates a plunger having 34-inch movement, 2()24 2194 D4 923.59 
and is attached to a self-adjusting clamping plate. 3930 3130 30 26.28 
Has a movable jaw with a compound grip. 2036 2136 36 20.04 
This clamp reaches 6 inches. a 2048 3148 48 34.56 
Adapted to car, piano, automobile work and boat-building. 2060 3160 60 40.08 
Made only in 12-inch Jength. 8072 3172 2 45.60 

308: 3184 
Nie oi eclo zen aE... ic. 0d ae | _.. .$30.00 ee Bee oe erie 
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Mitre Clamps 


Colt 







um 
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One motion of the cam sets the mitre 
and firmly clamps it in place, the pressure be- 
ing made directly on the clamp jaw, giving it 
great power. Special attention has been 
given the design to make it light as well as 
strong. Positive in action, easy to apply, 
no springs to get out of order. Made of best 
refined malleable iron with tempered drill 
steel spurs. 
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